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C. i, 91 PROCESSED ON TRENTON MBR » 2.' PRIMARY TEMP , 70 ? 

SECONDARY 79.5 DEGREES. DEVELOPMENT AS FOLLOWS 
PER FOOTAGE 

HEAD 0000 TO 3268 FT. - MAX DEV. 

3269 TO 3375 FT. - INTERMEDIATE DEV. 

3376 TO 4074 FT. TAIL - MAX » DEV « 

2. 9R PROCESSED ON TRENTON MBR . 1. MACH, TEMPERATURE AND 
DEV. SAME AS 9L ABOVE. 

Do GAMMA SL START 2.57 FINISH 2.58 
9R START 2.59 FINISH 2,57 

E. 9L s 8402 - 227-16-11-4-3 
9R* 8482 - 227-4-4-3 

F. 1, RECEIVED DRY IN METAL BOXES 


2, ADEQUATE 
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IN 54523 TOPSECrex PAGE TWO 
3« CONTRAST IN PERCENT, 20 MEDIUM 80 LOW . 

Ao GOOD 

5» GOOD P SEE PARA 6* 

6, SLIGHTLY ERRATIC THRU "OUT . 

7, CLEAR 

6. THERE IS A SIGNIFICANT DROP OFF IN QUALITY TOWARD ALL OUTBOARD 
CORNERS « THE METERING IS SLIGHTLY ERRATIC THRU-OUT BUT MO FORMAT 
OVERLAP OCCURS, THE VERTICAL INDICATOR DOT APPEARS OVER-EXPOSED 
AND BLOSSOMED. WEAK IMAGES OF ADJACENT POSITION INDICATOR LAMPS 
OCCUR WHEN THE CQQRECT POSITION LAMP IS EXPOSED « PRESSURE ROLLER 
STATIC (CHATTER) IS NOTED ALONG ALL EDGES OF THE FILM » THIS 
STATIC XS LIGHT AND INTERMITTENT ALONG BOTH OUTBOARD ED'-iES OF 
THE FILM. THERE ARE 2600 TITLED FRAMES- ON EACH SIDE . CLOUD 
COVER APPROX 25 PERCENT. 

FOR REPRODUCTION PURPOSES, 
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